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Message Text 



CONFIDENTIAL 

PAGE 01 STATE 030278 

73 

ORIGIN EB-11 

INFO OCT-01 EUR-25 ISO-OO MC-02 RSC-01 /040 R 

DRAFTED BY EB/ITP/EWT: JMGREGORY, JR.:MAR 
APPROVED BY EB/ITP/EWT: JMGREGORY, JR. 

028885 

R 141910Z FEB 74 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONFIDENTIAL STATE 030278 

STADIS ////////////////////////////// 

EXCON 

EO 11652: XGDS-1 

TAGS: ESTC, COCOM, FR. CZ, GE 

SUBJ: FRENCH CORING CABLE TO CSSR AND EAST GERMANY - 
IL 1754 

REF: OECD PARIS 3485 

DEL'S ANALYSIS OF INCONSISTENCY BETWEEN US CASE (72)2307 
AND HIS INSTRUCTIONS IS SOUND AND IN ACCORD WITH POINTS 
WHICH DEPARTMENTAL OFFICER RAISED BEFORE AND AFTER INSTRUC- 
TIONS WERE DISPATCHED. PLEASE RETRANSMIT. 



CONFIDENTIAL 



NNN 
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Message Attributes 



Automatic Decaptioning: Z 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: WIRE PRODUCTS 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 14 FEB 1974 
Decaption Date: 28 MAY 2004 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: rowelleO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE030278 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JMGREGORY, JR.:MAR 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740232/aaaabdpq.tel 

Line Count: 41 
Locator: TEXT ON-LINE 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: STADIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: STADIS 
Reference: OECD PARIS 3485 
Review Action: RELEASED, APPROVED 
Review Authority: rowelleO 
Review Comment: n/a 
Review Content Flags: ANOMALY 
Review Date: 24 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 APR 2002 by elyme>; APPROVED <27-Sep-2002 by rowelle0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FRENCH CORING CABLE TO CSSR AND EAST GERMANY - IL 1754 
TAGS: ESTC, FR, CZ, GC, COCOM 
To: OECD PARIS 
Type: TE 
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